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Tmay sound a lot like “bringing coals 
0 Newcastle”, but deep in the heart of 
€ natural gas country an intensified 
Togram designed to promote the use 
f natural gas and sales of modern gas 
Ppliances is being conducted by 
hited Gas Corporation. 

Heart of the program is a strikingly 
Odern and beautiful new “Natural 
a Building’ located on the grounds 


f the Louisiana State Fair in Shreve- 
ort. 
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Beauly and convenience are combined in this kitchen that stresses the 
rench Provincial motif. Antiques, carrying out the theme, add greatly to 








NEWS AND FEATURES 
DESIGNED TO FURTHER 
COOPERATION AMONG 
UTILITIES, DEALERS, AND 
MANUFACTURERS 


NUMBER 45 e JANUARY, 1956 


The “Modern” way of living is stressed in this smart all-gas kitchen. 
Cooking, living and dining areas can be one complete room or divided 


into sections by a folding louvered door. 


ew Natural Gas Building Highlights 
7 FYear-Around” Selling Program 


Selling natural gas and gas appliances is 
an everyday task; United Gas plans new 
state fair building as vital part of program 


Natural gas — like any other com- 
modity — is sold in a highly competi- 
tive market under our free enterprise 
economy. Customers have to be sold 
and re-sold on the utility, comfort, and 
convenience values of natural gas and 
on the idea of replacing out-moded and 
older appliances with newer and more 
efficient automatic gas appliances. 

With this in mind, United Gas has 
a continuing program to show its cus- 
tomers the advantages of natural gas 
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over competing fuels through a long- 
range and far-reaching promotion pro- 
gram, on the theme that “the smartest 
and most modern homes today are 
natural gas homes.” 

Initial promotion efforts the past fall 
centered around the Natural Gas 
Building and its exhibits at the 1955 
Louisiana State Fair’s Golden Anni- 
versary Year. 

But that was only a starting point for 
a year-around campaign of selling the 
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A greenhouse window brings a garden into this kitchen, adds to the 
spaciousness of the room. Space-saving, hanging glass cabinets, bright 


colors enhance the interior decor. 


advantages of the all-gas home, using 
the new building. 

Utilization of the Natural Gas Build- 
ing is found in plans for scheduling 
demonstrations of appliances on a regu- 
lar schedule. The building will be open 


to the public one day each week init- 
ially. 

College and high school home eco- 
nomics classes from area schools within 
a radius of 100 miles of Shreveport 
will be brought in to visit the exhibits 
and demonstrations . 

Architects, builders, engineering 
groups, bankers, investment men from 
cities where United Gas retails natural 
gas will also be invited to visit the build- 
ing and its features. 

The unique adventure in promoting 
natural gas has already been the sub- 
ject of many requests from national 


“newest” in colors. 


homemaking magazines, trade publica- 
tions, and other media for special ar- 
ticles and picture layouts of the build- 
ing and its displays. 

Formerly the Industrial Arts Build- 
ing at the state fair, the building was 
leased and completely rehabilitated by 
United Gas. An old red brick exterior 
was replaced with stucco and colorful 
corrugated steel panels. The roof line 
was extended for a modern appear- 
ance. A graceful marquee shades an 
entirely new entrance that features 
three glass doors in aluminum frames. 

Five tapered steel flag poles tower 
over the building, and flying from them 
are newly designed Natural Gas Build- 
ing pennants. The grounds are care- 
fully landscaped and complete with 
flower beds and the yard area is en- 
tirely sodded. 


Home laundry unit is 
designed as a charming 
center of interest, replete 
with matching washer 
and gas dryer, gas water 
heaters, and utility cabi- 
nets. 
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A gay and attractive setting is attained in this kitchen through the u 
of ample built-in cabinets, combined with a pleasing combination of tk 


Visitors are welcomed into a raise 
lounge in the center of the buildin 
which is surrounded by colorful aw 
smart modern gas kitchens. The cirw 
lar arrangement provides flexibility {x 
future floor plans and allows visitos 
to stroll leisurely and always har 
something new in their line of sight. 

Interior appointments and kitcha 
designs were by John Hannon of Net 
York, nationally known designe. 
Laundry rooms that are highly attra 
tive — in comparison to the eyesor 
of yesterday’s homes, are shown 4 
charming centers of interest, wil 
matching washers and gas dryers, g# 
water heaters, and utility cabinets. 

Four five-ton and one 7%4-ton gi 
air conditioning units do double dul 
— to provide year-around comfort ati 
they are displayed behind glass panei 
sO visitors can see them operating. 

All appliances are “live exhibits 
connected and in operation, just # 
they would be in a home. Ranges, bull: 
in ovens, and burners have live pilot 
There’s hot water in the tanks, gas itt 
maker refrigerators are continual 
making ice, and gas clothes dryers at 
ready to operate. 

Major attractions are the four kite 
ens. Ultra-modern in every respec 
they represent four up-to-date moti 
appealing to today’s families — Fret 
Provincial, centered around gleamifl 
copper; the “Greenhouse Window: 
which adds a feeling of spaciousness" 
a kitchen decorated in bright colos 
“Color Blending”, which combint 
orange, pink and red in a variety @ 
modern building materials; and “Dé 
sign Magic”, that features a foldi 
louvered door that transforms 
room into four. * 
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DEALERS 


EMPIRE 


(Basement, Utillity room and Closet type) 
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seam KING-SIZE Profits! 
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heres NO DOUBT about ec! 


ONLY THE NEW EMPIRE HAS ALL 
THESE IMPORTANT VALUE FEATURES! 


ete 
sesesetees 


Empire’s powerful blower is cradled in rubber 
for amazingly quiet operation. ° 


The heat exchanger is engineered to eliminate 
expansion and contraction noise. 


The over-size filter traps dust, dirt and pollen 
...+ helps keep your home shining clean! 


Q Smart, durable steel cabinet has fused-enamel 
finish, is beautifully designed. 


Vented to remove combustion wastes. Welded 
gas-tight. Draft diverter prevents down-drafts. 


6) Empire’s exclusive “Thriftmatic” Gas Burner de- 

livers every penny’s worth of heat from your 
fuel. Featuring the “stainless steel” ribbon type 
cast iron burners. 


Automatic room temperature controls, necessary 
limit switches both blower and bonnet and 
automatic pilot (100% cut-off type) are stand- 
ard equipment. 

All controls, burners and heat exchangers are 
accessible from the front — Flues can be cleaned 
from front without any disconnections or dis- 
mantling. 








t STOVE COMPANY 


. BELLEVILLE, ILLINOIS 
1958 
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GAMA's Year-End Report: 


1956 Business Outlook 
For Gas Industry 


is Best Ever... 


Tue SITUATION IN THE GAS INDUSTRY 
is good. The past year was the biggest 
in history, and 1956 promises a new 
set of all-time records for the industry. 

The number of gas utility customers 
topped 29,000,000 in 1955. It will ap- 
proximate 30,000,000 in 1956, and the 
number of LPG users will raise the 
total of all types of gas customers to 
about 37,000,000 by the end of 1956. 
New peaks in gas usage are sure to be 
reached in homes, industry, commer- 
cial establishments, and institutions. 

Manufacturers of automatic gas 
water heaters shipped 2,799,000 units 
in 1955. This was a record high and 
was 22.7 per cent above the 1954 total. 
These manufacturers a year ago esti- 
mated that sales for 1955 might run 
1 or 2 per cent ahead of 1954. Unoffi- 
cial estimates indicate that 1956 may 
see a slight increase over 1955. It may 
be, however, that the 1955 pattern will 
be repeated, and the industry might top 
the 3,000,000-unit mark for the first 
time. 

Gas warm air furnances were more 
spectacular in 1955 than water heater 
manufacturers. They shipped 850,000 
units nearly 30 per cent above the 
1954 total, another all-time high. Gas 
boiler makers, too, profited by the 
trend to gas heat, increasing their ship- 
ments 13 per cent above the 1954 total. 

The coming year will undoubtedly 
see gas as the number one fuel for the 
nation’s residential central heating sys- 
tems, surpassing the total of oil systems 
in use for the first time. Gas central 
heating systems in use will exceed 
9,000,000 by the end of the 1956-57 
heating season. 

Gas range manufacturers are opti- 
mistic about 1956 prospects. Their 
1955 shipments were 2,277,000 units, 
more than 12 per cent above the 1954 
total. These figures do not include 
built-in units that account for a sub- 
stantial percentage of gas cooking in- 
stallations in new housing. 

Range manufacturers expect to do 
still better in 1956—~Jin both free- 
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standing ranges and built-in units. The 
recently perfected automatic heat con- 
trol for top burners is expected to be a 
powerful sales stimulant. They believe 
the fact that the average housewife 
does 80 per cent of her cooking on the 
top of the range will make the new top 
burner control a most wanted item. 

The gas clothes dryer, and the com- 
bination washer and gas dryer expect to 
reach new highs in 1956 and to im- 
prove their competitive position. While 
the gas dryer nationally accounts for 
only about 25 per cent of total sales, 
in a dozen major markets it either 
leads in sales or runs neck-and-neck 
with competition. Stepped-up promo- 
tion by gas companies in other markets 
during 1956 will enable the gas clothes 
dryer to improve its competitive posi- 
tion and to surpass the peak of 300,000 
units shipped in 1955. 

Utility company promotion efforts 
for domestic gas incinerators should 
boost incinerator sales to a 1956 all- 
time high. 

Makers of other types of domestic 
gas appliances are optimistic. Gas con- 
version burners which slumped during 
a part of 1955 and increased during 
the latter part of the year will be in 
demand with the introduction of na- 
tural gas in the Pacific Northwest. 

Extension of the natural gas pipe 
line system into the Northwest and 
availability of increased quantities in 
other parts of the country will boost 
demand for wall heaters, floor furnaces 
and various types of direct heating 
equipment. Manufacturers of these ap- 
pliances expect a quickening of in- 
terest in their new decorator-designed 
models and in the principle of zoned 
heating which fe:mits individualized 
heating of areas in the home as they 
are used. 

Continued growth in the use of gas 
equipment in industry is assured. Gas 
is now being used as either a fuel, tool 
or actual ingredient in virtually every 
item necessary in the nation’s daily 
living. kk * 
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DOMESTIC GAS RANGES 


UNIT SHIPMENTS 
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AUTOMATIC GAS WATER HEATERS 


UNIT SHIPMENTS 
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GAS-FIRED HOUSE HEATING EQUIPMENT 
(WARM AIR FURNACES, CONVERSION BURNERS, BOILERS) 
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anges Can Be Sold 
il Year—Robertshaw 


American homemakers are ready 
nd willing, throughout the year, to 
y gas ranges equipped with the 
test automatic control features. This 
scovery was made by Robertshaw- 

ton Controls Company, in a one- 
onth ‘off season” promotional test in 

ridgeport, Connecticut, selected as a 
pical market area. 

During the test promotion, appliance 
d furniture dealers were successful 
) increasing gas range sales more than 
00 per cent. Bridgeport‘ Gas Com- 
any, «lso a participant, reported its 
as range sales were 102 per cent 
igher than sales for the corresponding 
954 period. Automatic features of 
e gas ranges ranked highest in im- 
ortance in bringing people into stores 

higher than trade-in allowances and 
ee gifts. Average price of ranges sold 
uring the promotion was $269. 

Plans for promotion included news- 
aper advertising, spot radio commer- 
ials, window display contest for deal- 
rs, contest for homemakers (with two 
utomatic gas ranges as prizes), news- 
aper publicity stories, free hook-up 
or demonstration models, “mystery 
hopper” with $5 bills for outstanding 
alesmen, window cards, gifts, bill stuf- 
ers and mailing pieces. Also, Bridge- 
ort Gas Company agreed to pay 25 
er cent of cost of dealer ads featuring 
obertshaw’s ranges, and split with 
ealers a $30 allowance for ranges re- 
eived as trade-ins. 

The Bridgeport test program was 
lanned as “typical” promotion, rather 
an an all-out high-cost effort. Robert- 
haw believes similar automatic gas 
ange promotions can be conducted 
ny time of the year and in other loca- 
lions with comparable success. This 
romotion revealed that the automatic 
as range is one of the big profit mak- 
ts for furniture dealers—20 per cent 
f range sales were made in furniture 
ores. 


gas in their local areas. 


erican Gas Association utility members have six other designs, 
sides the two that are shown, to use in 1956 to sell the benefits 





Home Rated Promotion 
On REX Water Heaters 


The Cleveland Heater Company, 
manufacturers of REX automatic gas 
water heaters, will promote its XL and 
XLR models with a new trade mark 
incorporating the designation “Home- 
Rated”. The promotion will tie in with 
efforts of the American Gas Associa- 





WATER HEATER 


tion and the Gas Appliance Manufac- 
turers Association to make sure that 
the proper size water heater is installed 
to care for all of a family’s require- 
ments. 

Cleveland Heater plans to establish 
the REG “Home-Rated” trade mark by 
incorporating it in all literature, ad- 
vertising, radio spots, and point of sale 
material. 


1956 Refrigerators Will 
Show Unique Color Use 

Servel has announced that their 
1956 refrigerators will feature a revo- 
lutionary use of colors. The new 
models are described as making a dif- 
ferent use of color. Showing of new 
line will be in January. 


Low Priced Gas Dryer 
Produced by Norge 

An automatic gas clothes dryer re- 
tailing for $159.95, lowest price ever 
for a regular line model, is being mar- 
keted by Norge Division, Borg-Warner 
Corporation, Chicago. 
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Multi-Coil Water Heater 
Reduces Domestic Gas Bills 

A 25 to 45 per cent reduction in gas 
bills for The Darold Apartments in 
Memphis, Tennessee, resulted when 
the 84-family building modernized its 
domestic hot water heater with a multi- 
coil unit. 

A 423,000 Btu. input of natural gas 
was used to heat 575 gal of water in 
the immersion hedater’s storage tank. 
This water, in turn, was piped directly 
to a 1500 gal capacity storage tank 
which contained the building’s supply 
of domestic hot water. Gas bills were 
high. Steel fire tubes had to be re- 
placed due to heat and water corro- 
sion. Stand-by loss was considered ex- 
cessive for the gallonage of water used. 

The new unit, instead of incurring 
a stand-by loss from nearly 600 gal of 
water, stores less than 5 gal of water in 
its horizontal and parallel copper coils 
that are connected to hot and cold 
water manifolds. 

A circulating pump was installed to 
move the lower temperature water 
from the bottom of the 1500 gal stor- 
age tank to the entry of the multi-coil. 
This is done at the call of an aquastat 
in the dome of the tank. After being 
heated to approximately 160 F, the 
water is returned to the top of the 
storage tank —a more efficient heat- 
ing Operation. 


Temco Completes Line 
With Gas Unit Heaters 


Temco, Inc., of Nashville, Tennessee 
has announced the addition of gas unit 
heaters to its line of heating equip- 
ment. The move into the unit heater 
field follows the introduction of a com- 
plete line of central heating equipment 
at the outset of 1955. 

The line of gas unit heaters includes 
six different models ranging in size 
from 50,000 Btu input to 225,000 Btu 
input. 


HEATS WATER 





These colorful 24-sheet lithographed outdoor poster and bus 
cards will be used by some 140 gas utilities throughout the United 
States and Canada. 
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Smith Babies to Receive 
Water Heaters — Permaglas 

Births, free water heaters and the 
name Smith will be combined in a uni- 
que celebration of a production mile- 
stone that will be reached by the 
Permaglas Division of the A. O. Smith 
Corporation, Kankakee, Illinois, early 
in 1956. 

In late February or early March the 
company will manufacture its three- 
millionth ‘“Permaglas” water heater. 
Babies born on that day to Smiths who 
‘own or rent homes anywhere in the 
United States will make their names 
pay off. Admission into the consider- 
able Smith clan makes them eligible 
to receive-free a 30-gallon, deluxe 
Permaglas water heater, complete 
with installation. 

To qualify, parents have only to sub- 
mit an affidavit of birth signed by the 
doctor and accompanied by a copy of 
the birth certificate, and file the in- 
formation with the Smith Corporation 
within 30 days after the announce- 
ment of the “Three-Millionth” heater. 

To double the impact of “Three- 
Millionth Day,” Permaglas dealers 
who install the appliances in the fortu- 
nate Smith homes will also get a free 
water heater of the same model. 


AGA, Colgate to Sponsor 
$100,000 Contest to Launch 
New Detergent 

A $100,000 national contest and the 
largest laundry merchandising cam- 
paign ever held, will get underway in 
January, when the American Gas As- 
sociation and the Colgate Palmolive 
Company join forces to promote home 
laundry equipment and Colgate’s new 
advanced detergent — AD. 

Over 100 complete New Freedom 
Gas Laundries, valued at $1000 each, 
will be given as prizes in the nation- 
wide jingle contest during February 
and March. Each laundry will include 
an automatic gas washer-dryer, an 
automatic duo-temp gas water heater 
and color-coordinated sink and cabi- 
nets. 

Home economics, advertising and 
sales promotion personnel of the par- 
ticipating gas utility companies in ma- 
jor cities throughout the United States, 
representing 15,000,000 meters, will 
team with 600 sales representatives 
of the Colgate Company to make this 
the largest laundry promotion ever 
held. Colgate will distribute 2,500,000 
boxes of AD, specially imprinted with 
a New Freedom Gas Laundry sales 
message and contest entry blank. 




























































Wedgewood Produces Low. 
Cost Gas Range Line 


Wedgewood major appliance diy 
sion of Rheem Manufacturing Cop. 
pany has introduced four low-cost », 
ranges to be sold under the trade nay 
“Rheem Royal.” The line is designgj 
for multiple dwelling owne:s a 
builders. 


The Rheem Royal is available in ox 
20-inch, one 30-inch and two 36-inch 
titanium porcelain-enameled modeb. 
All models are equipped with porcelain 
enamel burner grates and automatic 
top burner lighting. Oven size is 16 by 
20% in. deep. One model, the R-281, 
(shown) is equipped with a chrome- 
plated steel griddle with temperatur 
indicator and mirror for viewing flame. 


Bryant Ends Successful 
Bermuda Dealer Contest 

“Mr. ‘B’ Goes to Bermuda” — om 
of the industry’s biggest dealer sale 
promotions — has been a “complet 
success.” Final results of Bryant’s Ber 
muda contest showed 564 expense-fre 
vacations to the fabulous pleasure is 
land were won by 302 Bryant dealen 
across the nation. In addition, 48 Ber 
muda trips have been awarded Bryatl 
branch managers, distributors print: 
pals and salesmen. 

The “Mr. ‘B’” contest applied 
Bryant’s line of heating, water heating 
and residential air conditioning 2quipP 
ment. 


Wedgewood Appoints New 
Distributor In Louisiana 


The appointment of Intrasout' Dis 
tributing Company as distributor fot 






Contemporary Kitchen. Modern, built-in gas cooking units are featured in this 
living-kitchen, one of the model rooms in the permanent hardwoods exhibit at Chicago's 
Museum of Science and Industry. The kitchen is a blend of copper, wood and natural 
stone. The drop-in three burner cooking unit and wall oven have a specially developed 


the Shreveport, Louisiana, trading 
areas gives the Wedgewood major af 
pliance division of Rheem Manufac- 
turing Company a 50 per cent distrib: 
tor increase since September, 1955. 













antiquve copper finish that will not tarnish or discolor and is easily cleaned. 
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Domestic Service Connections. Hy- 
auger’s new wet-hole, horizontal 
rth-bo:ing tool is specifically con- 
cted for fast installation of %-in. 


















one 





bmestic connections where the piping 
tends beneath paved or non-trench- 









Jain Maple areas. Machine’s weight is 80 lb 
atic fund its air motor for boring develops 
5 by Maver 3 hp on 85 psi air supply. 

281, i Hydrauger Corporation, 681 Mar- 





yme- 





et Street, San Francisco, California. 


ture 
im. 3 Power Pipe Saw. Large capacity 
DWer pipe saw cuts cast iron on steel 
pe up to 16-in. in diameter on the 
b. Big Guillotine will cut 10-in., 12- 
. 14-in. and 16-in. cast iron and steel 





ding HPPe in 1 space 32-in. wide. Machined 
r af Mest stecl V saddle base assures a 


ufac- MBVare cut at right angle to pipe. 


rib: HE. H. Wachs Company, 1525 North 


5. ayton Street, Chicago 22, Illinois. 


of easily maneuverable in-plant fire 
trucks has been announced by the An- 
sul Chemical Company. The trucks are 
designed to carry a wide assortment of 
fire fighting equipment and especially 
adaptable to needs of plant fire bri- 
gades. Trucks are 10 ft long and 5 ft 
8-in. high. Prices on the six basic units 
range from $4453 to $4878. 


Ansul Chemical Company, Mari- 
nette, Wisconsin. 


Natural Gas Sealant. James K. Har- 
binson and Company, Inc., has de- 
veloped a sealant for OEM and main- 
tenance service, for sealing pipe threads 
and gaskets) on gas pressure lines, 
meters, diaphragms, etc. Good metal 
adhesion qualities at temperature levels 
ranging from 50 degrees below to 622 
degrees above zero. Non-corrosive. 


James K. Harbinson and Company, 
Inc., 788 Seneca Street, Buffalo 10, 
New York. 


Eliminate Regulator Repairs. K-G 
Equipment has introduced a new type 
regulator with a patented gauge guard 
with a positive spring lock action which 
protects the gauge from accidental 
breakage. Stainless steel nipple is de- 
signed to withstand the impact of ac- 
cidental cylinder upset. Newly designed 
stainless steel adjusting screw virtually 
eliminates the possibility of its becom- 
ing damaged. Regulators are available 
in both single and two stage models 
for most compressed gases. 

K-G Equipment Company, Inc., 
P. O. Box 538, Allentown, Pennsyl- 
vania. 


Valves for LPG Service: Ohio Brass 
Company has announced a new bronze 
valve especially de- 
signed for liquefied 
petroleum gas serv- 
ice. A lever-op- 
erated valve, No. 
8009, has a special 
safety feature to re- 
duce chances of burns when LPG is 
being transferred from tank to tank. 
Designed for use as a nozzle, the 8009 
permits back pressure to escape from 
the line in the direction away from the 
operator. Recommended for pressures 
up to 400 psi gas, oil or water, it is 
available in three sizes, 4%, %4 and 1 
inch. 


Ohio Brass Company, Mansfield, 
Ohio. 
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In-Plant Fire Truck. A complete line . 


Cork Base Sealing Paper. A tight 
sealing gasketing material, Garlock 
662, has been developed for use in the 


oil and chemical processing industries 


for use in equipment where harmful 



















liquids are encountered. It is a cork 
base paper impregnated with a water, 
oil and gasoline resistant latex. 


Garlock Packing Company, Pal- 
myra, New York. 


Hydraulic LP Tank Power Loader. 
Designed to permit one man to load 
and unload LP-Gas storage tanks up to 
1000 gal capacity and weighing up to 
4000 Ib, Woodside’s hydraulic power 
loader fits any standard flat bed truck 
chassis, two ton or over, with power 
take-off from the engine transmission. 
Tanks can easily be loaded or unloaded 
from either side, front or rear of truck 
with a 360 degree arc for the boom 
swing. Loader requires only a 20-in. 
space behind cab. 

Woodside Industries, 606 West Wis- 
consin Avenue, Milwaukee 3, Wiscon- 
sin. 


High-Sensitivity Heatflow Disc. A 
new heatflow disc, made of a special 
tellurium alloy and smaller than a 
penny, is so sensitive that one Btu 
per square foot per hour generates 2.5 
microvolts. The JLC-Hatfield heatfiow 
disc has high output, and low thermal 





and electrical resistance. The internal 
impedance is 1 ohm and its thermal 
resistance is 0.009 F per Btu per hour 
per square foot. 

National Instrument Laboratories, 
Inc., 6108 Rhode Island Avenue, Riv- 
erdale, Maryland. 
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New Equipment 





Portable Combustion Tester. A port- 
able precision instrument for the 
measure of oxygen and combustibles 
in exhaust gases has been developed 
by Davis Emergency Equipment Com- 
pany, Inc. It is built into an aluminum 
carrying case, 18 in. x 12 in. x 18 in., 
and weighs 35 pounds. 





Oxygen is measured by catalytic 
combustion; employing a disposable 
container of propane. Results are 
registered on a scale with two ranges 
— 0-5 per cent and 0-21 per cent. 
Combustibles are measured in a sep- 
arate cell and are indicated on an in- 
dividual meter, also with two ranges — 
0-3 per cent and 1-15 per cent. Both 
can be read simultaneously. 

Instrument Division, Davis Emer- 
gency Equipment Company, 55 Hal- 
leck Street, Newark, New Jersey. 


Commercial Gas Burners. Four new 
commercial gas and gas-oil burners 
have been announced by Iron Fire- 
man Manufacturing Company. The 
gas burners are available in capacities 
ranging from 500,000 to 3,000,000 
Btu input. Combination gas-oil burners 
fire at rates of from 5 to 20 gal of oil 
per hour. Gas burners are designed to 
fire with natural gas only. 

Iron Fireman Manufacturing Com- 
pany, 3170 West 106th Street, Cleve- 
land 11, Ohio. 


Spark Resistant Tools. Ingersoll- 
Rand announces a new line of paving 
breaker, demolition and digging tools. 
They are for application in any plant 
handling hazardous liquids which could 
be ignited by a spark. These tools are 
forged from a beryllium copper alloy. 

Ingersoll-Rand Company, 11 Broad- 
way, New York 4, New York. 
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New Teflon Hose Line. Aeroquip 
Corporation has introduced a new 
“666” hose, featuring a_ tetrafluore- 
thylene (Teflon) inner tube and a spec- 
ially designed detachable, reusable fit- 
ting. Hose assembly features include: 
ability to withstand extreme tempera- 
tures, from minus 100 F up to 500 F; 
an imperviousness to acids and many 
other fluids; a new detachable, reus- 
able fitting; and its light weight and 
small size. 

Aeroquip Corporation, Jackson, 
Michigan. 


Intercom System — Executone. 
Wall-mounted master stations and eco- 
nomical “single-amplifier” operation 
are among several of the features cof 
the new “6000” electronic intercom 
system, recently introduecd by Execu- 
tone, Inc. 

A central amplifier is the only unit 
in the system that requires an electrical 
power outlet. Stations may be installed 
and full communication provided be- 
tween as many as six master stations 
in this new “single conversation” sys- 
tem—even in locations where no elec- 
trical power outlets are available. 

Executone, Inc., 415 Lexington Ave- 
nue, New York 17, New York. 


Flow Switch Indicator. Barton 
Model 233 explosion proof indicating 
flow switch features 1 or 2 magnetically 
operated mercoid switch for actuating 
high and/or low alarms, and indicates 
flow, differential pressure or liquid 
level. The indicating switch is actuated 
by the Model 199 rupture proof stain- 
less steel bellows unit. The switch is 
completely enclosed in a Crouse-Hinds 





explosion proof case and is suitable for 
Class 1, Group “D”, Division 1 speci- 
fications. The unit is available in differ- 
ential pressure ranges from 0-20 ft 
W.C. to 0.50 psi with safe working 
pressure up to 4500 psi. 

Barton Instrument Corporation, 
1429 South Eastern Avenue, Los 
Angeles 22, California. 
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Low-Cost Purifier. A new lows 
purifier for gas scrubbing has beep 
veloped by the V. D. Anderson ( 
pany. This purifier, Hi-eF Type |, 
said to recover virtually 100 per » 
of the recoverable liquid present; 
natural gas at a saving in Capital; 
vestment over the conventional ta 
type gas scrubber. 


The purifier separates all liquid a 
mist entrainment from butane, mi 
thane, propane and other hydrocarbij 
gases by means of a new patented tw 
stage principle of separation. The fi 
stage employs a baffle for removal 
large droplets of entrainment and 
second stage utilizes centrifugal acti 
for the removal of fine mists. Compa 
in size and there are no moving pati 
in the unit. Presently available in sia 
2% in. through 10 in. and with desg 
pressures up to 300 psig. Other si 
and pressures available upon applic 
tion. 

Available in welded carbon steel atl 
special alloys construction. 

The V. D. Anderson Company 
Dept. P, 1935 West 96th Street, Clev 
land 2, Ohio. 








Radiant Gas Burner. A new radial 
gas burner modéi*iias been announc 
by Iron Fireman Manufacturing Cot 
pany, to supplement its line of avi 
matic gas-fired heating and pow 
equipment. The GBH-140 burner is 
horizontal inshot type, designed 
firing with natural, manufactur 
mixed, or LP gas. It has an AGA 
put rating from 60,000 to 140,000 Bi 
per hour, and is adaptable to reside 
and light commercial conversion he 
ing jobs. The new model has a 4! 
diameter radiant flame spreader ! 
can be installed directly through ® 
port opening in most oil-fired furna@ 
and boilers. 

Iron Fireman Manufacturing Co 
pany, 3170 West 106th Street, Cle" 
land 11, Ohio. 






















Safety Controls for Gas-Fired Water 
eaters. Three control factors are em- 
died in the new General Controls 
Dual Safe” system for gas-fired water 
aters to provide automatic tempera- 
e control and 100 per cent safety 
utoff of all gas in the event of pilot 
ilure or any other unsafe condition. 


The new system features: (1) A high- 
mperature limit switch, as shown in 
e top drawing, which prevents over- 
eating. (2) The G-2 water heater 
hermostat control, as shown in the 
iddle drawing, which automatically 
ptermines the water temperature, and 
iditionally, provides 100 per cent 
bs Shutoff if tank over heats or pilot 
ame fails. (3) A 250-millivolt genera- 
br, as shown in the bottom drawing, 
hich holds the pilot safety valve open 
ith power generated from the heat of 
lot flame. 


General Controls Company, Glen- 
ale, California. 


LPG Dual-Line Hose. A new dual- 
le hose to improve the method of 
indling LPG has been developed by 
ewitt-Robins, Inc. The hose consists 
two lines of different size joined to- 
ther to form a single unit. It is de- 
bned for use on trucks which deliver 
PG fuel to homes and industrial con- 
mers. Hose will be available in 
igths up to 125 ft. The gas-carrying 
le has an inside diameter of %4-in. 
dthe vapor line %4-in. 


Gas Valve Combines Diaphragm, 
Solenoid Features. A new gas valve 
with moving parts cushioned in oil to 
assure silent operation has been de- 
veloped by Minneapolis-Honeywell. It 
combines. the best features of both 
diaphragm and solenoid type valves. 

The valve, V-80, has a sealed, oil- 
filled power-head that contains a mag- 
netic operator to provide the motivat- 
ing force. It requires no bleed lines or 
bleed burners. Terminal connections 
provide easy wiring. The valve disc is 
coupled and spring-loaded to the valve 


New Equipment 


disc arm to provide “floating” action. 
It is self-aligning and provides equal- 
ized pressure on the valve seat. The 
" disc is a specially-compounded Buna-N 
for use in gas and has a compression 
ridge at its outer edge for tight closure. 
The floating disc design makes it pos- 
sible to mount the valve in any position 
in a complete circle in a horizontal pipe 
line. Available in all standard sizes. 
Minneapolis-Honeywell Regulator 
Company, Wayne.and Windrim Ave- 
nues, Philadelphia 44, Pennsylvania. 














What is the real worth 
of Cathodic Protection? 





| 


The real worth of cathodic protection depends primarily upon 
its effectiveness after it is installed. Inadequately designed or 
improperly installed systems will not do the job. Savings on 
your corrosion control costs can best be obtained with experi- 
enced E. R. P. corrosion engineers working with your staff. 


Successful cathodic protection requires careful investigation 
and correct interpretation of all factors affecting the corrosion 
of any buried or submerged structure. When you use Electro 
Rust-Proofing cathodic protection services, you are assured 
of a successful installation, for E. R. P. brings to each job a 
background of 20 years experience in survey, design and in- 
stallation of cathodic protection systems. 


Your inguiry—written now—will bring our engineers. to 
discuss your corrosion control program—without obligation. 


Evectro Rust-PrRooFrinG 
CORPORATION 


30 MAIN STREET, BELLEVILLE 9, N. J. 


DALLAS 


Hewi:t-Robins, Inc., Stamford, Con- A 


; ATLANTA 
Cticut. 


CHICAGO MONROVIA SEATTLE 


| 
| 
| 


E-31 See 
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New LITERATURE 


FOR THE GAS INDUSTRY 





Fluid Cooler. Trane has announced 
a new eight page bulletin describing the 
Trane dry type fluid coolers. It con- 
tains information on construction, per- 
formance and maintenance of the units 
and data on each of their component 
parts. 

Bulletin S-395. The Trane Com- 
pany, La Crosse, Wisconsin. 


Servo Amplifiers. Four new Servo 
amplifiers, Models 1120, 1121, 1123 
and 1124, are described in a four page 
brochure which is now available. 

Servo Corporation of America, 20- 
20 Jerico Turnpike, New Hyde Park, 
Long Island, New York. 


Specification Revisions. A four-page 
bulletin published by Cleveland 
Trencher gives new specifications on 
Model 80W Backfiller. Also listed are 
capacities, specifications, dimensions, 
design and construction features for 
other trencher and backfilled models. 

Bulletin S-120, Cleveland Trencher 
Company, 20100 St. Clair Avenue, 
Cleveland 17, Ohio. 


Selecting an Engineering Firm. A 
booklet for top management, “A Guide 
for Selecting an Engineering Firm,” 
has been published by Teller. The 
booklet has been prepared for those 
who are responsible for their com- 
pany’s entering new product fields, for 
plant automation, modernization, or 
expansion, and for those who need out- 
side engineering help. 

The Teller Company, Group P, But- 
ler, Pennsylvania. 


Company Report. A capsule but 
complete report on the past, present, 
and future of a maker of automatic gas 
water heaters, “You... And Ruud,” 
has been released. 

This 20 page booklet includes ma- 
terials for the gas and LP-gas com- 
panies, plumbing wholesalers and con- 
tractors, retailers, architects and engi- 
neers, owners of commercial establish- 
ments using hot water, and residential 
water heater users (real and potential). 

Ruud Manufacturing Company, 
2025 Factory Street, Kalama- 
zoo, Michigan. 


Repair Clamps and Service Fittings. 
A catalog on repair clamps and serv- 
ice fittings for steel and cast iron pipe 
has been published by M. B. Skinner. 
The 48-page booklet contains specifica- 
tions on the equipment and photo- 
graphs and drawings as illustrations. 

M.B. Skinner Company, South Bend 
21, Indiana. 


42 


Precision Instruments. Alnor has 
published a bulletin giving a brief de- 
scription of the salient features and 
complete engineering data of their in- 
strument line. 

Pointer Bulletin. Illinois Testing 
Laboratories, Inc., 420 North LaSalle 
Street, Chicago, Illinois. 


Color Increases Water Heater Sales. 
General Controls Company has re- 
leased a new brochure, “Color in Con- 
trols.” 





The brochure contains color charts 
and offers the new line of water heater 
controls, with either gold or chrome 
dials, in a wide variety of decorator 
hues. 

Brochure available through General 
Controls distributors. 


PVC Pipe Fittings and Flanges. Un- 
plasticized Polyvinyl Chloride (PVC) 
pipe fittings and flanges are discussed 
in a new booklet issued by Tube 
Turns Plastics, Inc. It gives industrial 
applications of PVC piping and speci- 
fications for threaded and socket types 
of PVC fittings and flanges, in both 
normal and high impact grades. 

Tube Turns Plastics, Inc., 2929 
Magazine Street, Louisville 11, Ken- 
tucky. 


Heat Treatment-Furnaces. A tech- 
nical bulletin describing furnaces for 
the heating and heat treatment of 
aluminum and other light metal alloys 
from the ingot to the finished product 
has been issued by Surface Combus- 
tion Corporation. It covers all types of 
furnaces, both batch and continuous. 

Bulletin SC-171, Surface Combus- 
tion Corporation, Toledo 1, Ohio. 


Office Procedure. A proven system 
for handling customer service, truck 
routings, and invoice accountings, for 
L. P. Gas, and Gas companies is out- 
lined in a 10-page illustrated brochure 
recently released by Remington Rand. 
Methods describe faster handling of 















































customer requests, improved custom 
employee relations, and lower oper 
ing costs both in the office anc in{ 
field. 

Folder X1306A, Remington Ry 
Division, Sperry Rand Corporatio 
315 Fourth Avenue, New York jj 
New York. 


Safety Encyclopedia. The Nation 
Safety Council has released their thinj 
safety encyclopedia. The 1341 py 
book contains a complete collection ¢ 
technical safety information and pr 
sents data on industrial safety. 

National Safety Council, 425 Nork 
Madison Avenue, Chicago 11, Illinoj 


Gas-Air Mixer — Eclipse. A bi 
letin, giving details and specification 
of its vari-set proportional mixer will 
adjustable jet has been completed } 
Eclipse Fuel Engineering Company. 

Eclipse Fuel Engineering Compan 
Rockford, Illinois. 


Heating-Chemical Gradiation. Sclx 
Corporation has issued a new bullet 
“Gradiation Heating for Petrolew 
and Chemical Processing” which 4 
tails design, processing and constr 
tion. The booklet carries a full layout 
of charts, graphs and pictures. 

Bulletin S-1043, Selas Corporatio 
of America, Philadelphia 34, Penns}. 
vania. 


Electric Control — Foxboro. 8 
letin 4-11 offered by Foxboro & 
scribes the company’s complete line @j 
electric proportional controllers, widel 
used for control of dew point, pressu 
temperature, etc., in batch proces 
combustion atmosphere and heat-tred 
ing furnace applications. 

The Foxboro Company, Foxbon 
Massachusetts. 


Pyrometers — Wheelco. A bulleti 
describing two styles of Wheelco Ind 
cating Pyrometers instruments 
been released. Instrument scales i 
mirrored to avoid parallax erto 
Meter movements are built to the hif 
standards of fine instruments. 1! 
baked and processed coil is support 
by two pivots, highly polished a 
lapped, resting in two sapphire jew? 

Bulletin F6048-1. Wheelco Inst 
ments division, Barber-Colman Co 
pany, Rockford, Illinois. 


Pneumatic Control and Transtl 
sion Systems. A new handbook-ljf . 
bulletin on pneumatic control aggPfrige 
transmission systems, this bulletin “gars 
scribes controllers, their .applicatioaition 
and how they work. Also it describ@liic,, j 
pneumatic transmission systems jr ha 
cascade, ratio and other  intercoMgtrtis 
nected control systems. es t 

Bulletin 1120. Minneapolis-Hone@fibuti 
well Regulator Company, industrial “ifatior 
vision, Philadelphia 44, Pennsylvanlso dj 
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snadian Meter Production, 
aw Office—Rockwell 
Rockwell Manufacturing Company 
Canada, Ltd., has begun produc- 
n of meter products in Canada for 
e first time at its Guelph, Ontario, 
ant ani has opened a new sales office 
91 Eglinton Avenue, Toronto. 
Complete meter servicing facilities 
d warehouse space have also been 
ded at the Guelph plant. 












maha Distributor 

ppointed by Norge 
Appointment of Allied Distributing 
pmpany, Inc., 1219 Leavenworth 
., Omaha, as Norge distributor for 
5 counties in Nebraska and eight in 
wa has been announced by Norge 
ch &Mivision, Borg-Warner Corporation, 


\stTU-hicago. 
layout 














vaiameneral Controls Moves 
nna New and Larger Plant 
General Controls Company, Glen- 
e, California, manufacturer of au- 
matic controls, announces new and 
reer facilities for its Kansas City Dis- 
ct Office at 2904 Oak Street, Kan- 
essuttames City, Missouri. The move is pred- 
rocmeed On increased service to cus- 
t-trealgmmmers in the local area, Omaha and 
ichita branch office territories, and 






. Bu 
ro d 
line oi 
widely 






xbonme several counties in Kansas and 
issouri. 

Jeti . 

mI olumbia Gas to Reduce 













ts hgmestern Subsidiaries 


les atu Columbia Gas System, Inc., East- 
erro distributor of natural gas, is work- 
he hides On plans to reduce subsidiaries 


s. Thom 14 to eight in the seven mid-Ap- 
sporti@™melachian states it services. Plan is 
od aj™™med at cutting costs of intercom- 
jewMenY transactions, lowering cost of get- 
Inst 8 gas to consumer. 

» Co 


trvel Plans to Double 


ansigas Refrigerator Sales 
ok-typ 





Programs for greatly expanding gas 
ol aPfrigerator sales in 1956 and coming 
tin & ats Were announced at the annual 
icallO™tional sales convention of Servel, 
escri0@ic., in November, in Chicago. Plans 
ns ar hard-hitting merchandising and ad- 
itercOMMETtising campaigns, a broadened 


is training program, improved dis- 
-Hon ibution, and continued close coop- 
trial “tion with gas utility companies were 
ylvaniGiso disclosed. 


Utility Engineers Approve 
Gas-Fired Air Conditioning 

Coleman Company plans to put its 
gas motor air-conditioning unit into 
production early this year. It has 
been given a favorable report by gas 
utility engineers. The engineers, who 
participated in an evaluation con- 
ference in Wichita, Kansas, represented 
the 28 utilities that ran field tests on 
the Coleman unit during the 1955 
cooling season. 

Only minor mechanical changes 
were recommended for the air condi- 
tioners the company will soon begin 
to produce on a limited scale. Three 
and 5 ton sizes for residential use will 
be manufactured first. 

The units will operate on any type of 
gas — natural, manufactured, mixed, 
or liquefied petroleum. A refrigeration 
compressor is directly connected to the 
motor. A little electricity is used to 
operate a 110-volt ac starter. 


Dearborn Stove to Expand 
Distribution in the Northeast 

Dearborn Stove Company, Dallas, 
manufacturers of gas space heaters, 
has announced plans to expand mate- 
rially its distribution in the northeast- 
ern section of the country. Expansion 
includes the selection of key distribu- 
tors in New York State, Metropolitan 
New York City, New Jersey, Pennsyl- 
vania, Virginia, West Virginia, Dela- 
ware, Maryland and the eastern half 
of Ohio. 








John Wood Heater Assembly 
Building in Operation 

The Western Heater and Tank Divi- 
sion of the John Wood Company, Chi- 
cago, Illinois, recently completed con- 
struction of a new heater assembly 
building. The new building is 80 ft by 
320 ft with 20 ft clearance under truss. 
Adjacent to this newly constructed 
building is a one story building and a 
three story building which gives the 
assembly and storage building a total 
of 83,000 square feet, making possible 
an estimated production of 12,000 
units per month. 


Honeywell Completes Major 
California Expansion 

Increased demands for gas appliance 
controls has resulted in a major expan- 
sion of Minneapolis-Honeywell Regu- 
lator Company’s new $1,000,000 fac- 
tory in Gardena, California, consider- 
ably ahead of schedule. A new addi- 
tion has been completed that will 
double operations of producing con- 
trols for water heaters, floor furnaces, 
wall heaters and central heating plants. 


Rockwell to Increase 
Barberton Valve Output 

A modernization and expansion 
program designed to increase valve 
production by 50 per cent, cut costs 
and improve working conditions has 
been launched at Rockwell Manufac- 
turing Company’s Barberton, Ohio, 
division. 





American Meter Occupies New California Plant 


American Meter Company, Phila- 
delphia, manufacturers of gas meters, 
regulators, and precision measurement 
and control equipment, has moved the 
first units of its Pacific Coast manufac- 
turing, sales and general offices from 
Los Angeles, where it has been located 
for more than 50 years, to its new su- 
burban 20-acre site at 300 North Gil- 
bert Avenue, Fullerton, California. 
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The new 60,000 square foot, single- 
story structure has modern production 
facilities for the manufacture of gas 
meters and regulators and will provide 
for expanded warehousing and servic- 
ing of commercial and _ industrial 
meters and regulators. Employment 
for more than 100 persons will be pro- 
vided at this new plant, as well as fu- 
ture expansion of production facilities. 
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Trade News 


Seattle Gas Wins 
Annual Report Award 

Seattle Gas Company’s annual re- 
port for 1954 has been judged the best 
annual report of the small gas distri- 
bution company industry by an inde- 
pendent board of judges in the 15th 
annual survey of Financial World, na- 
tional weekly magazine, it was an- 
nounced at New York. 

A bronze “Oscar of Industry,” was 
presented at an annual awards banquet 
in New York. The Seattle Gas report is 
still in the running for the silver and 
gold trophies in the best of all industry 
ratings. 

Seattle. Gas’ 1954 report was pre- 
pared under the direction of Richard 
Smith, treasurer and Robert Loomis, 
analyst. 





Rheem to Expand by Merger 
With Richmond Radiator 
Rheem Manufacturing Company 
has announced it would expand its 
home products line by merging with 
Richmond Radiator Company. The 
merger is subject to approval of stock- 
holders of both companies and the 
transaction involves an exchange of 
four common shares of Richmond 
Radiator stock for one of Rheem. 


Coleman Distributors Get Preview of Three Programs 


The impending boom in home mod- 
ernization plus the sustained high level 
of new construction will make 1956 
one of the biggest growth years in the 
history of the heating and air condi- 
tioning industry, Sheldon Coleman, 
president of the Coleman Company, 
predicts. 

Speaking at the annual meeting of 
distributors in Wichita, Kansas, Cole- 
man termed the American home-own- 
er’s urge to upgrade his home “one of 
the healthiest signs on the business 
horizon. ... The situation is especially 
favorable for the sale of heating equip- 
ment because no home can be really 
modern, comfortable, or healthful 
that does not have good automatic 
heating,” Coleman declared. 

Coleman predicted 300,000 central- 
station year-round air conditioning 
systems will be installed next year, a 
gain of 50,000 systems over 1955. To 
increase its share of the total market 


for both heating and cooling, the m, 
facturer will introduce three key 
grams: 

(1) A dealer development progr 
through which the manufacturer g 
pects to step-up the selling power, 
present dealers and also attract 1 
dealers who are ready to go after 
bigger share of the modernization y 
replacement business. (2) In-seay 
as well as special promotions with mor 
emphasis on local advertising ; 
point-of-purchase materials. Colem 
also plans to step-up its national 4 
vertising. (3) New products especial 
designed for the home modernizati 
market. 

Distributors were also told of an 
“one-stop,” non-recourse credit ph 
which will enable Coleman dealers 
sell on a no-down-payment, 36 mont 
time-payment plan. In most 
dealers will get 24-hour service w 
credit applications. 


GAMA Names Two New Members 


Guillermo G. Heineken, Buenos 
Aires, Argentina, water heaters; En- 
sign Ribbon Burners, Inc., Pelham 
Manor, New York, industrial ribbon 
burners, and D. P. Ran Corporation, 
Compton, California, floor furnaces 
and forced-air vented recessed wall 


heaters have been elected to the 
Appliance Manufacturers Associatio 

Wheelco Instruments division, Bu 
ber-Colman Company, Rockford, li 
nois, has been elected to membership 
in the Industrial.Gas Equipment Divi 
sion. 








f . . . On pipe runs under streets, 
highways, pavement, gardens, etc. | 
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REG. U. S. PAT. OFF. 
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DON’T BEA... 


Lapser 


IT'S EASY TO AVOID THAT! 


All you have to do is renew 
your subscription—promptly— 
to the new 


AVOID 
TIME 
WASTE 


Hydrauger is a modern, time- 
saving way to install under- 
ground pine .-. avoids trench- 
ing, backfilling, pavement cut- 
ting, etc. 


AMERICAN 


Gas Journal 


Then—it won't lapse! 





2” to 24" 
BITS and 
REAMERS 


The editors have formulated new plans for new content in 





the future issues. . . . Articles of value to you in your 





work will be presented in concisely-edited form—articles 
you should not miss if you are to be aware of gas indu:- 


try developments, techniques, advances. 





HYDRAUGER CORP. Ltd. 
681 Market Street 
San Francisco, California 
So—DON'T BE A LAPSER—Renew 
your subscription promptly 


ASK FOR BOOKLET 
. . . NO OBLIGATION 
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sckwell Building Plant 
California 
Rockwell Manufacturing Company 
; begun construction of a 100,000 
ft warehouse, assembly and repair 
ant. at Porterville, California, 160 
iles north of Los Angeles. 
Company Officials estimate the new 
ant will be completed by early 1956 
nd will cost approximately $1,- 
)0,000. 


entra! Heating Shipments 
each Record Heights 

Gas central heating unit shipments 
ntinue their record-setting pace dur- 
g November, according to the Gas 
ppliance Manufacturers Association. 
as-fired boiler shipments exceeded 
¢ previous full year mark set in 1954. 
he shipments of gas-fired warm-air 
maces exceeded the previous record 
ll year mark in October. 

Boiler shipments to dealers and dis- 
butors reached 7800 units during 
jovember, up 1.3 per cent over the 
me month last year. Shipments for 
e 1l-month period totaled 84,900 
hits, an amount greater than the 80,- 
)0 shipped during all of 1954. 
Gas-fired warm air furnace ship- 
ents set a new record for November 
ith 78,200 units, a° gain of 21.6 per 
nt over November 1954 and ship- 
ents for the 11 month period have 
ared to 782,100 units, a gain of 29.1 
tr cent over last year. 

Conversion burner shipments con- 
hued to show strength, reaching 21,- 
D0 units, a gain of 33.1 per cent over 
st November. This boosted the 11 
onth total to 201,100 or just 6.6 per 
nt behind last year’s pace. The last 
ilf of the year has been a substantial 
he for conversion burners since they 
tre more than 30 per cent behind last 


ars shipments at the six months’ 
ark. 


yitinental Supply to Operate 
a Division of Youngstown 
J. L. Mauthe, president, The 
oungstown Sheet and Tube Com- 
iny, has announced that as of Janu- 
1, 1956, the oil field supply busi- 
conducted by its wholly owned 
bsidiary, The Continental Supply 
mpany, will be operated as a division 
the parent Company, rather than as 
Sparate subsidiary. 
This phase of Youngstown’s opera- 
ns will now be conducted under the 
me “Continental Supply Company, 
Division of The Youngstown Sheet 
M Tube Company.” The change is 
ng made to simplify the Company’s 
'porate structure and no change in 
‘sonnel or in sales or operating poli- 
Is contemplated. 


rade News 





Servel ‘‘Cash for Christmas’’ Contest Won by Louisiana Man 


James T. Fulgham, United Gas 
Corporation, New Iberia, Louisiana, 
won the top $1,000 prize for retail 
saleman in a nation-wide “Cash for 
Christmas” gas refrigerator sales con- 
test sponsored by Servel, Inc. The con- 
test, which lasted five weeks, also 
offered awards to distributor salesmen 
and distributor sales managers. 

By classifications, other leading 
money winners included: Retail sales- 
men — Charles Gronsbell, Brooklyn 
Gas Sales, Brooklyn, New York, $500; 
George Wittmer, Equitable Gas Com- 


pany, Pittsburgh, Pennsylvania, $400; 
Joseph C. Yaderosa, Equitable Gas 
. Company, Pittsburgh, $200; and H. T. 
Tilley, Metropolitan Utilities District, 
Omaha, Nebraska, A. Deserable, Jr., 
Mid-Florida Gas Company, Orlando, 
Florida, Robert Dixon, Equitable Gas 
Company, Pittsburgh, and Robert F. 
Grim and Thomas J. Sheehy, Peoples 
Gas Light & Coke Company, Chicago, 
$100 each. 
Distributor salesmen—Frank Fitch, 
$200, John Ryan; $100, LPG Equip- 
ment Company, Orlando, Florida. 
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REYNOLDS’ REMOVABLE ORIFICES 





























METAL TO METAL.TO METAL TO 
COMPOSITION METAL RUBBER 
VALVE SEAT VALVE SEAT VALVE SEAT 





ANDERSON, 
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in single district station and 
high pressure line regulators 
which has been in use 3 years 



























1. To remove orifice, a screw 
driver is the only tool needed. 


2. Orifice may be had in any 
metal, normally stainless 
steel. 


ad 


Types— Seats for orifices: 
Flat Disc— Composition 
or Leather 
Metal to Metal 
Metal to Metal with 
“©” ring 


4. “O” ring between valve body 
and seat assures perfect par- 
allel seating as well as per- 
fect height seating. Does not 
require close valve height 
adjustment. 


5. Valve seats may be sized as 
much as three regulator sizes 
smaller. For example, a 12” 
regulator may have inserted 
valves the size of 10”, 8”, 6” 


regulators. 
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TRADE PERSONALS 


ABOUT MEN WORKING 
WITH THE GAS INDUSTRY 





@ Five new field men have been added 
to the Iron Fireman Manufacturing 
Company sales organization. They are: 
Stanley F. MacMichael, formerly presi- 
dent of Air Industries, Inc., who will 
act as district sales manager for the 
eastern half of Ohio. William H. Sch- 
rum, Williamsport, Pennsylvania, who 
will cover the eastern part of the state 
outside Philadelphia. Donald O. Spicer, 
who will handle sales for the Iron Fire- 
man, Indianapolis, Indiana, wholesale 
operation. Howard Misfeldt, Omaha, 
who is new district sales manager for 
Nebraska and South Dakota. William 
D. Burk, who has been assigned Alaska 
and the Yukon Territory. 





Duncan Henderson 


T. H. Pierson 


@ Duncan Henderson has been named 
administrative assistant in charge of 
sales for A-P Controls Corporation. He 
will coordinate sales and service de- 
partment activities at the home office 
in Milwaukee, Wisconsin. Prior to join- 
ing A-P Controls in 1953 as national 
service manager, Henderson was in the 
Cleveland, Detroit and Toledo area as 
manager of Gas Consumers Service, 
and with the Consolidated Edison Sys- 
tem, New York, as industrial engineer. 


@ T.H. Pierson, former technical staff 
assistant to the plant manager, Argo 
Plant, Corn Products Refining Com- 
pany, near Chicago, Illinois, has joined 
Eggelhof Engineers, Inc., Houston, 
Texas, as vice president. He will head 
one of the process divisions and assist 
in overall management of the engineer- 
ing company, which maintains seven 
Offices in Texas, Louisiana and Okla- 
homa. 


@ Sydney L. Albert has been elected 
chairman of the board of Pierce Gov- 
ernor Company, Inc. He is president 
of Bellanca Aircraft Corporation. 

Pierce Governor manufacturers in- 
dustrial and automotive components 
and aircraft accessories. 
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F. L. Guyette P. W. Havenstein 


@ Frederick L. Guyette has been 
named chief plant and equipment engi- 
neer for New York Air Brake Com- 
pany, New York. He has served in 
various manufacturing capacities with 
Air Brake for 25 years. In his new posi- 
tion he will be responsible for plant 
layout, machine tools, buildings and 
equipment for Air Brake’s five manu- 
facturing divisions. 


@ Percy W. Havenstein has been ap- 
pointed to a position on the engineer- 
ing staff of The Gas Machinery Com- 
pany, Cleveland, Ohio. He has a wide 
background in engineering, design and 
construction. Havenstein was formerly 
with Biele, Blackwell and Buck, New 
York City consulting engineering firm. 
He has been active as an engineer in 
field construction, gas production and 
power plants. 





Clarence Wantz F. R. Seevers 


@ Clarence Wantz has been ap- 
pointed chief engineer in charge of the 
engineering department of Robertshaw 
[Thermostat Division of Robertshaw- 
Fulton Controls Company. He replaces 
M. C. Potter, resigned. 

Wantz has been associated with the 
organization since 1952. 


@ F. R. Seevers has been appointed 
sales representative in the Colorado, 
Wyoming, Montana Territory, for the 
Mueller Company, Decatur, Illinois. 
He succeeds Ray Fallon, Jr. Seevers 
is well-versed on the complete Mueller 
line having had previous field sales ex- 
perience and he has been in charge of 
their complete training program at the 
factory for the past three years. 





@ D. B. Benedict has been appointed 
a vice president of Carbide and Carbon 
Chemicals Company, a division of Un- 
ion Carbide and Carbon Corporation. 
He will be responsible for the com- 
pany’s long range planning in certain 
research and development activities, as 
well as all programs on synthetic fibers. 
t 


@ Robert D. Squire has been named 
sales manager of 
the midwest, north- 
ern great plains and 
Rocky Mountain 
States areas for 
Dearborn Stove 
Company, Dallas. 
For the past three 
years he has been a 
Dearborn repre- 
sentative in the 
midwest. 


R. D. Squire 


@ Harlan A. White, a partner with 
the firm of Gauger & Diehl, Certified 
Public Accountants in Decatur, has re- 
signed to accept a new position with 
Mueller Company, as assistant to the 
administrative vice president. 


@ E. W. “Gene” Minnigerode, who 
joined Magic Chef, Inc., in 1955, as 
production manager, has been named 
assistant advertising manager. 

Before joining Magic Chef, Minni- 
gerode served as art director and pro- 
duction manager for a St. Louis ad- 
vertising agency, studio representative 
for a national art studio, and was presi- 
dent of Master Typographers, Inc. 


@ B. L. Lerch has been appointed 
midwest regional manager of General 
Controls Company, a manufacturer of 
automatic controls, and his assistant, 
Norbert A. Grainer, has succeeded him 
as manager of the firm’s Chicago 
branch. 


@ Frank H. Schneider has been ap- 
pointed director of engineering of the 
Heater and Tank Division of John 
Wood Company, Conshohocken, Penn- 
sylvania. He had been associated with 
the Florence Stove Company in Gard- 
ner, Massachusetts, prior to his ap- 
pointment. 

Schneider will assume complete re- 
sponsibility for all research and de- 
velopment and product engineering for 
the heater and tank division. 
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Trade Personals 





@ Leo F. Givens has been elected 
comptroller of the Rheem Manufac- 
turing Company. He succeeds C. B. 
Huestis, resigned. 


@ Four sales personnel changes at 
national headquarters and two West 
Coast changes of Rockwell Manufac- 
turing Company's Meter and Valve 
Division have been announced. 

Jack H. Walters, gas products man- 
ager for the past year, has been named 
manager of gasoline and oil products. 
Robert B. Kitzmiller, San Francisco 
district sales manager since 1952, has 
been named gas products manager. 

T. O. Carson, assistant product man- 
ager, Nordstrom valves, has assumed 
the additional responsibility of man- 
ager of distributor sales; and M. F. 
Groom, a sales engineer from the 
Houston, Texas, district, has been 
named assistant manager of distributor 
sales. All four will make their head- 
quarters in Pittsburgh. 

William F. Gulley, Seattle district 
sales manager since 1951, has been 


named San Francisco district manager. 
He is succeeded by Roy E. Nimitz, a 
sales engineer in the San Francisco dis- 
trict for more than three years. 





J. H. Walter R. B. Kitzmiller 





T. O. Carson M. F. Groom 





Mim oh 


W. F. Gulley R. E. Nimitz 
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-Service Line 
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-Appliances 





















STOPS STOPS 
Tamper Proof lron Body with Brass Plug 
and Black or Galvanized 


Standard Patterns Also All Brass Stops 








STOPS 
Flat Head— 
Flat Head with Lockwing 










STOPS 
Full Range of Sizes 







STANDARD 
PACKAGING 






STOPS 
Quality Assured... 
By Precision Machining — 
Individual Testing— 
Rigid Inspection 














Quality Proven... 
By Supplying the Gas Industry 
for Over 80 Years 











for Easy Handling, 
Space Saving Storage... 
Another HAYS First 






GAS SERVICE PRODUCTS 
HAYS MANUFACTURING CO. 
ERIE, PA. 
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Industrial Commercial Department 


N. 25 Monroe Street 


NEW FRONTIER OPPORTUNITY FOR INDUSTRIAL GAS ENGINEER 


Natural Gas arrives in Spokane, Washington, July, 1956. Need man to head 


Experience in boiler conversions, industrial burners, etc., required. Give complete 
history background, education, and references. Your reply confidential. 


SPOKANE GAS & FUEL CO. 


Spokane, Washington 








need for Director of Home Economics. 


photo to: 


Merchandise Mart 


HOME ECONOMIST WANTED 


Florence Stove Company, Chicago, Illinois, manufacturers of gas ranges, has 


Utility, test kitchen, demonstration and 


writing experience a must. Home Economics degree necessary. Excellent oppor- 
tunity for qualified person to head up growing department with well established 
company. Salary commensurate with ability. Send complete resume and recent 
Mr. J. J. Ptacin 
Florence Stove Co., Room 1154 


Chicago 11, Illinois 








Tremendous opportunity in Spokane, 
Wash., for domestic Sales Manager. 
This expanding Pacific Northwest mar- 
ket will have Natural Gas in July, 1956. 
YOU WILL BE SECOND IN COM- 
MAND OF 30-MAN SALES STAFF. 
Gas merchandising experience and 
RAY G. PENNING, 

Spokane Gas & Fuel Co. 





Manager of 


RESIDENTIAL SALES MANAGER NATURAL GAS 


ability to hire and train domestic sales 
force essential. 

Principal effort to be in house heating. Com- 
pany will mechandise domestic conversion 
burners, water heaters, ranges, etc. 

Give complete personal background, 
experience, references. Your reply con- 
fidential. Write to: 

Sales 

Spokane, Washington 








« ONIERSAL 


‘ FOR CONVERSION 
OR PRESSURE ELEVATION 


A REGULATOR, 
BREATHER VENT 
AND CATHODIC 
INSULATOR IN 
ONE PACKAGED 
UNIT 












U. S. Patent 
_ No. 2,577,480. Other 
Patents Pending. 
TYPE 51-R 
FOR EVERY 
INSTALLATION 


EXCLUSIVE FEATURES 
NOT FOUND ELSEWHERE! 


Exceptionally high relieving capacity obtained | 


by new type internal relief valve. Remarkable 
by-pass check valve pre- 


wi cry one Ruut 
pressure and damage NO. 521 


to meter. 


UNIVERSAL 


CONTROLS CORPORATION 
P. O. BOX NO. 13122 
WALNUT HILL STA. = DALLAS, TEXAS 





48 


| 

| e LP-Gas 
e Engineering 
e Plant Design 
e Construction 


Over a Quarter Century 
of Experience 
Request Our Brochure On Letterhead 


c~ 
SKELLY 
4 


SKELLY OIL COMPANY 
INDUSTRIAL DIVISION 
Box 436, Kansas City 41, Missouri 
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PIPE STOPPERS 
OF ALL KINDS 
SAFETY 
GAS MAIN 
STOPPER 


COMPANY 
INC. 


523 Atlantic Avenue 
Brooklyn 17, N.Y. 
Cable Address: GASTOPPER, N. Y. 
































PERMANENCE COSTS SO LITTLE 


. «+ doing it the Dresser way! 


Now you can build new line safety into all old 
cast iron bell-and-spigot joints ... quickly and at 
lowest cost ... using leakproof Dresser Style 60 
Bea Joint Clamps. 

Whenever you boost pressures, change over to 
natural gas, or uncover bell-and-spigot joints for 
any reason, install these Dresser Clamps. They 
are gastight, have resilient rubber gaskets that 
absorb pipe movement, vibration and other line 











stresses without leakage. Their strong, balanced 
construction insures uniform gasket pressure at 
all points and a joint that stays maintenance-free 
for life. 

A full-color, step-by-step training film which 
shows the correct way to clamp in all situations 
is available for gas companies. Contact your local 
Dresser representative or write us to arrange a 
showing for your sérvice people. 














FITTING PARTNER 
FOR THE GAS INDUSTRY 


Dresser Manufacturing Division, 59 Fisher Ave., Bradford, Pa. (One of the Dresser Industries). Warehouses: 1121 Roth- 
well St., Houston; 101 S. Airport Bivd., S. San Francisco. Sales Offices also in: New York, Philadelphia, Chicago, Toronto. 
































Formed from a solid piece of the fest quality lamb- 
skin, specially tanned, vacuum gfled, cemented and 
tied to metal flanged rings, Sgfague Diaphragms re- 
tain their tightness and flexjBility for continuous low 
differential operation. By using genuine Sprague parts 
you reduce maintenancgcosts and keep the original 
equipment efficiency Ahat Sprague builds into its 
products, thus assyfing more profitable operation. 


THE Sprague METER COMPANY 


BRIDGEPORT 4, CONN. DAVENPORT, IOWA; HOUSTON 3, TEXAS; LOS ANGELES 23, CALIF.; SAN FRANCISCO 11, CALIF 
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